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Message Text 


UNCLASSIFIED 

PAGE 01 BAGHDA 01231 280756Z 

11 

ACTION FBOE-OO 

INFO OCT-01 NEA-10 ISO-OO /011W 

028394 

P 2805 15Z AUG 76 

FM USINT BAGHDAD 

TO SECSTATE WASHDC PRIORITY 3538 

UNCLAS BAGHDAD 1231 

E.O.l 1652: N/A 

TAGS: ABLD, AFIN, AFSP, IZ 

SUBJECT: LEASED PROPERTY S80-FBO-118: RESIDENTIAL FIRE 

1 . EARLY IN THE AFTERNOON OF FRIDAY, AUGUST 20, 1976, AN ELECTRICAL 
FIRE (ORIGINATING IN THE PLUG OUTLET FOR A WINDOW TYPE ROOM AIR 
CONDITIONER) CAUSED MAJOR DAMAGE IN ONE ROOM (BEDROOM) OF THE SUBJECT 
PROPERTY AND RESULTED IN SMOKE AND WATER DAMAGE IN OTHER AREAS OF THE 
HOUSE. THERE WERE NO PERSONAL INJURIES. 

2. AS THE ELECTRICAL POWER TO THE RESIDENCE HAS BEEN TERMINATED 
UNTIL REPAIRS AND OFFICIAL INSPECTION OF THE ENTIRE WIRING SYSTEM 
OF THE PROPERTY CAN BE COMPLETED: THE HOQUSE IS PRESENTLY 
UNINHABITABLE. 

3. REPAIRS TO THE RESIDENCE HAVE BEEN ESTIMATED AT DOLLARS TWO- 
THOUSAND SEVEN-HUNDRED AND FIFTY (2,750). 

4. IN ORDER TO GET THE PROPERTY HABITABLE AS QUICKLY AS POSSIBLE, 

POST IS AUTHORIZING REPAIRS TO BEGIN IMMEDIATELY. HOWEVER, USINT 
BAGHDAD WILL REQUIRE FINANCIAL ASSISTANCE IN MEETING PAYMENT AS THERE 
ARE NO ITEMS IN OUR TRANSITIONAL QUARTER FUNDING WHICH CAN BE 
RELINQUISHED TO MEET THIS UNEXPECTED AND NONDEFERRABLE EXPENDITURE. 

5. ADVISE. 

6. FULL REPORT AND PHOTOGRAPHS OF FIRE DAMAGE WILL BE FORWARDED 
TO THE DEPARTMENT IN THE NEAR FUTURE. 

KILT .PUGH 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 28 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976BAGHDA01231 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760328-1063 
From: BAGHDAD 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 976081 0/aaaaaifo. tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION FBOE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: morandr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 04 MAR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <04 MAR 2004 by ReddocGW>; APPROVED <28 JAN 2005 by morandr> 

Review Markings: 
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US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: LEASED PROPERTY S80-FBO-1 18: RESIDENTIAL FIRE 
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